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ADDENDUM 

Portable Power Station 

Cat. No. 61-2801 


Before you connect one of the supplied Adaptaplug adapters to 
the supplied DC cable (see Step 2 of “Operation” on Page 1 0 of 
your Owner’s Manual), check the device you plan to use to de- 
termine the tip polarity of its DC input jack. Most DC input jacks 
are marked with a symbol that looks like one of these: 


Symbol A means that the outside of * * 

the jack is positive (+) and the inside @ 
or tip is negative (-). Symbol B means 
the tip is positive (+). The DC cable’s 
plug must match your device’s DC in- ^ ^ 

put jack with respect to polarity (positive to positive and nega- 
tive to negative). 


Based on the jack’s 
polarity, insert the 
Adaptaplug into the 
output cable by align- 
ing the correct polarity 
symbol (+ or -) on the 
Adaptaplug with the 
word TIP on the output 
cord. Then connect the Adaptaplug to the DC cable. 
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